
/ <KAPO g>EDWOOD LC IMPROVE AEROOYNAMIC AEDRUMMER 


AEDRUMMER 4 DIED 12 OCTOBER APPARENTLY FROM HEART ATTACK. PLEASE INFORM 
AECASSOWARY 2. 

END OF MESSAGE 

SIGNAL CENTER NOTE:*ASSIGf)ED SECRET BY WASH SIGNAL CENTER. 
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